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GPS  210-GA 


General  Description 

GPS  210-GA  is  designed  as  a real-time  tracking  system  utilising  a tri  band  GSM  cellular  module  as  well  as  a 20  channel  GPS 
receiver.  The  unit’s  high  sensitivity  design  allows  tracking  where  it  was  previously  not  thought  possible.  Due  to  the  tracker’s 
dimensions  the  unit  is  ideally  suited  for  body  worn  applications  but  can  also  be  utilised  as  a vehicle  born  tracker  due  to  its 
superb  build  quality.  The  unit  also  has  a unique  panic  button  feature  which  allows  the  user  to  send  an  alarm  in  an  emer- 
gency. Again  this  highlights  the  unit  as  an  excellent  option  for  PLD  deployments. 


Key  Features 

standby  mode 


greatly  increasing  battery  life 
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